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ACTION DEAE-00 

INFO OCT-01 EUR- 12 NEA-10 ISO-OO SNM-02 /025 W 

039016 

R 281200Z APR 76 
FM AMEMBASSY ALGIERS 
TO SECSTATE WASHDC 4361 
INFO AMEMBASSY PARIS 
AMEMBASSY RABAT 

UNCLAS ALGIERS 1084 

PARIS FOR PICINI 

RABAT FOR HIGDON 

E.O. 11652: N/A 
TAGS: SNAR, AG 

SUBJECT: DEA EXECUTIVE OBSERVATION PROGRAM FOR ABDELKADER SEMMACHE, 
DIRECTOR OF THE SURETE NATION ALE’S PUBLIC SECURITY DIVISION, 

ALGERIA 

REF: ALGIERS 0917 

1 . FOREIGN MINISTRY HAS INFORMED US THAT IT NOT POSSIBLE TO 
INVITE SEMMACHE BY NAME TO PARTICIPATE IN EXECUTIVE OBSERVATION 
PROGRAM. ONLY MOST SENIOR-LEVEL, "POLITICAL" PERSONNEL MAY BE 
INVITED AS INDIVIDUALS. FOREIGN MINISTRY SAYS THAT, SHOULD WE 
WISH TO PURSUE MATTER, WE SHOULD SEND NEW DIPLOMATIC NOTE 
SEEKING PARTICIPATION OF AN UNNAMED NATIONAL POLICE OFFICIAL IN 
PROGRAM. ALGERIAN GOVERNMENT WILL THEN SELECT INDIVIDUAL 

TO ATTEND. 

2. EMBOFF INFORMED SEMMACHE OF THIS DEVELOPMENT. SEMMACHE 
SAID HE WOULD DO WHAT HE COULD FROM HIS END BUT DID NOT SOUND 
OPTIMISTIC. 

3. FOREGOING POSES DILEMMA. MAY BE THAT, IF WE WERE TO 
SUBMIT NEW, NO-NAME DIPLOMATIC NOTE, SEMMACHE COULD GET 
HIMSELF INVITED. ON OTHER HAND, WE MIGHT GET SOMEONE ELSE. 
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4. ACTION REQUESTED: ASSUMING SEMMACHE CANNOT GET HIMSELF 
INVITED WITHOUT NEW NO-NAME NOTE, WE NEED TO KNOW IF YOU WISH US 
TO SUBMIT A NEW NOTE, THEREBY RUNNING RISK OF GETTING 
UNKNOWN INVITEE, OR IF YOU WISH US TO LET MATTER DROP.PARKER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: DRUG CONTROL, PROGRAMS (PROJECTS) 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 28 APR 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ALGIER01084 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7601 62-0534 
From: ALGIERS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 976041 5/aaaaamfl. tel 

Line Count: 65 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION DEAE 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 ALGIERS 917 
Review Action: RELEASED, APPROVED 
Review Authority: KelleyWO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 02 SEP 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <02 SEP 2004 by cookms>; APPROVED <20 DEC 2004 by KelleyW0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: DEA EXECUTIVE OBSERVATION PROGRAM FOR ABDELKADER SEMMACHE, DIRECTOR OF THE SURETE NATIONALE'S PUBLIC 
SECURITY DIVISION 
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